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Read December i, I7(?y. 



LVI, Eclipfes ^Jupiter's FirJ} Satellite^ 
with an Eighteen Inch RefleSior of Mr, 
Short's. Obferved by Dr. Wilfon at the 
Glargovv Olferoatory. 
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good. 

good. 

indiiFerent* 

good [ty cle^r. 

good, airextreme- 

good, like the for- 
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Solar Eclipfe. 
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Gr. obf. 
End 
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This is the only one of the 
Moon fince the quadrant 
was in order. 



N. B. The equation of time made ufe of, is taken from De la CaUle's 
Ephemeris. ^^^^ 
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Ob f^' vat ions ($f EcUpJes of Jupiter's Firji Satellite^ 
proper to be compared %vith the foregoing ones^ in or-- 
der to determine the Difference of Meridians of 
Greenwich and Glafgow. Communicated by the 
4iJirmomer RoyaL 



App. time, 
h t li 

1762 Sept. II Im. 1.1 12 45 



0£l. 4 Im. II 31 1 
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Em. 12 iQ 56 

Im. II 27 39 

Im. 9 4j; 25 

to- 13 3 37 
Im. 14 57 II 
Em. I J 46 43 



Dec. 1 Im. 10 40 IX 

8 to. 12 31 34 



15 Im. 14 22 3 

22 Im. 16 12 19 

24 Im. 10 39 27 

17^6 April i!i Em. 11 56 30 



Surry. ilreet, 2 feet refledor. By 

N. Maikelyne. 
Surry.ftreet, 2 f* ref. Obfeived by 

J. Siiort._ 
Greenwich, 6 £ ref. By C. Green. 
Swry-ftr. 2f. ref. By J. Short. 
Surry-ftr. 2 f. ref. By J. Short.' 
Surry-ilr. 2 f. ref. By J. Short* 
Greenwich, zi.ttL By C. Green. 
Greenwich, 6f. ref. By C. Green* 
Greenwich, 6 f. ref. By C. Green,, 

good obfervation. 
Green w. 18 inch ref. 
Greenw.6f.ref. Air 

very clear. 
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Greenw. 6 f. ref. 
Greenw. 6 f. ref. 
Greenw. 6 f. ref. 
Greenw. (^L ref. 



Maikelyne 



By J. Dymond. 



N. B. The late Mr. Short's houfe, in Surry-ftreet, where fome of the 
above obfervations were niade, is 26"| of time weft of Greenwich. 
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LVII. Exiraii 



